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1 Sec. at J:9. Photoflood Panatomic X Film 





Perfectly Composed 











There's no question about composition 
with the Argoflex. 


It makes good pictures easy because 
you see the picture before you take it. 
On its focusing ground gl 
what you want and get wh 
... full picture size . 
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ARGOFLEX 


F:45 lens, Shutter ++. always sharp. 
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See it at your dealer! 





Fine American 


ann arbor michigan 











